SAMFORD  RURAL  DISTRICT  COUNCIL 
********************************* 


ANNQAL  REPORT 

of  the 


PUBLIC  HEALTH  INSPECTOR 


for  the 


YEAR  1966 


SAMFQRD  RURAL  DISTRICT  COUNCIL 


25,  London  Road, 
Ipswich, 
Suffolk. 


Mto  Chairman,  Ladies  and  Gentlemen, 

I  have  the  honour  to  present,  for  your  consideration, 
my  Annual  Report  for  the  year  ended  31st  December,  I966. 

Whilst  the  Report  does  not,  of  necessity,  give  more 
than  a  broad  outline  of  the  varied  and  responsible  duties  of  the 
Public  Health  Department,  I  hope  the  information  that  is  recorded 
will  be  of  interest  to  you,  and  to  others  living  in  the  District 
who  may  have  the  opportunity  of  reading  it. 

I  acknowledge  with  pleasure  the  valued  contributions 
of  the  Surveyor,  Mr.  D.  Pope,  and  the  hard  work  and  loyal  support 
given  to  me  by  all  the  members  of  the  Public  Health  Department 

during  the  year. 

Finally,  I  would  like  to  tender  my  grateful  thanks  to 
the  Clerk  of  the  Council  and  the  members  of  his  Department,  the 
Medical  Officer  of  Health  and,  most  especially,  to  the  Chairman 
and  Members  of  the  Public  Health  Committee  for  their  unfailing 
help  and  guidance  throughout  the  year. 


I  am. 


Your  obedient  Servant, 


iiior  Public  Health  Inspector. 


Digitized  by  the  Internet  Archive 
in  2018  with  funding  from 
Wellcome  Library 


https://archive.org/details/b30069634 
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PUBLIC  SUPPLIES 


The  sources  of  the  water  used  in  the  public  mains  ares- 

(1)  The  two  borewells  at  the  Water  Treatment  Station  at  Lower  Raydono 

(2)  The  borewell  at  Raydon  Airfield® 

(3)  Wells  at  Stoke-by-Nayland  -  The  Melford  RoDoC , (Supplying  Shelley  Priory)® 

(4)  Ipswich  Borough  Public  Supply  (Elton  Park) 

(5)  In  an  emergency,  water  from  the  South  Essex  Waterworks  Companyo 

The  public  supplies  are  analysed  quarterly  and  the  results  are 
as  follows  8“ 

(For  analysis  of  public  supplies  see  Appendix  l) 


Ref oNoo 

Sampled  at. 

Result  of  Analysis 

Remarks® 

1168 

Waterworks  Cottages, 

Lower  Raydon® 

Excellent . 

Ipswich  Water 
Undertaking® 

1169 

Refuse  Collection  Depot, 

Great  Wenham. 

Excellent® 

Ipswich  Water 
Undertaking® 

1157 

Priory  Cottages, 

Shelley. 

Excellent® 

West  Suffolk 
Water  Board® 

1158 

Rams  Farm, 

Hintlesham® 

Excellent  ® 

Ipswich  Water 
Undertaking® 

1172 

GtoHarlings  Housing  Site, 

Shot ley. 

Excellent . 

Ipswich  Water 
Undertaking. 

1174 

Milk  Marketing  Board’s  Office, 
Spr ought on. 

Excellent  ® 

Ipswich  Water 
Undertaking® 

1166 

Highfields  Housing  Estate, 
Bentley® 

Excellent . 

Ipsv;ich  Water 
Undertaking. 

1  «=* 


2o  PRIVATE  SUPPLIES 


Ref  ♦ 

No, 

1167 

1177 

NOTE 


Twelve  private  supplies  were  sampled  during  the  year.  The  following 
list  is  of  those  which  were  unsatisfactorys- 


Date  of  Location  and 
Sampling  Source  of  Supply. 


Result  of 

Analysis . 


Remarks 


15.8066.  Old  Hall, 
Bentley. 


Heavy  Pollution.  No  mains  supply 

available  -  well 
cleaned  out  - 
owner  to  chlorina 


29.9.66.  Warren  Cottage, 
Brantham. 


Pollution  with 
coliform 
organisms . 


Well  cleaned  out 
now  excellent. 


The  private  supply  at  Royal  Hospital  School,  Holbrook  has  been 
sampled  quarterly  and  copies  of  the  reports  sent  to  the  responsible 
department. 
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3.  PREVENTION  OF  WELL  WATER  CYANOSIS. 


The  following  table  shows  the  number  of  notifications  received  from 
the  East  Suffolk  County  Council  of  expected  births  during  the  year. 

Where  the  persons  concerned  are  not  supplied  by  public  mains,  the  supply 
is  analysed  for  nitrate  content  and  if  the  result  is  unsatisfactory, 
notification  is  sent  of  the  nearest  available  source  of  a  safe  supply. 


Public  Health  No.  of  No.  supplied  No.  proved  No.  proved 

Meeting.  Notifications  by  Public  mains  Safe.  Unsafe. 


4«  1.66. 

10 

10 

- 

- 

1.  2.66. 

15 

13 

2 

mm 

1.  3*66 

13 

13 

- 

- 

5.  4»66 

12 

11 

1 

mm 

3.  5*66. 

3 

3 

- 

- 

31.  5»66. 

7 

7 

- 

- 

5.  7  <>66. 

14 

14 

mm 

- 

30.  8.66. 

20 

20 

- 

- 

4«10.66. 

9 

9 

- 

- 

loll. 66. 

4 

4 

- 

- 

29.11.66. 

10 

10 

- 

- 

117 

114 

3 

0 

3 


4®  NUMBER  OF  WATER  COMECTIONS  TO  PUBLIC  MAINS « 


No  detailed,  parish  by  parish  figures  are  available 
since  all  records  relating  to  water  supply  were  transferred 
to  the  Ipswich  Extended  Water  Undertaking  on  the  1st  April, 

1966. 

The  total  number  of  houses  now  receiving  a  mains  supply 
is  5548»  this  figure  does  not  include  metered  supplies* 
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5.  HOUSING  AND  GENERAL  PUBLIC  HEALTH  WORK 


The  following  tables  give  a  brief  outline  of  the  work  carried  out 
during  the  yeari- 


A,  Housing  Acts.  1957-61 

Housing  conditions, investigated 

Full  inspections  made 

Formal  notices  served 

Formal  notices  complied  with 

No.  made  fit  -  informal 

Re-visits  made 

Cases  of  overcrowding 

^  B.  Public  Health  Acts.  1936-61 

Complaints  investigated 
Informal  notices  served 
Informal  notices  complied  with 
Statutory  notices  served 
Statutory  notices  complied  with 
Re-visits  made 

'  Infectious  disease  visits 

i  Visits  I  disinfected  and  disinfested  premises 

I  Water  supply  visits  and  sampling 

j 

I C •  New  Housing  Development 

!  Completions  -  Private 

I  Council 

‘  Improvements  bv  Grants 

I  Discretionary  Grants  approved 

Standard  Grants  approved 
Visits  and  inspections  made  during  year 

Caravans 

Sites  licensed 
Inspections 

|D.  Animal  Boarding  Establishments  Act  1961 

Establishments  licensed 
Visits  during  year 

E.  Offices.  Shoos  and  Railway  Premises  Act  1964 

Noo  of  premises  on  register 
Visits  during  year 

F.  Petroleum  Regulations  1928  and  193.6 

No.  of  premises  licensed 
Noo  of  visits  made  during  year 


111 

93 

1 

NIL 

89 

180 

NIL 


71 

32 

26 

NIL 

NIL 

135 

17 

67 

57 


183 

41 


5 

79 

490 


34 

58 


5 

12 


41 

62 


80 

34 
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6o  HOUSING  -  SLUM  CLEARANCE 


The  annual  review  of  our  Slum  Clearance  Scheme  made  in  September, 
1966,  is  as  follows t“ 


(A) 

(B) 

(c) 

(B) 

(E) 

(F) 

(G) 

(H) 

(J) 

ARWARTON 

6 

6 

- 

= 

2 

- 

2 

BEDSTEAD 

22 

22 

14 

7 

- 

BENTLEY 

- 

tso 

tm 

- 

- 

- 

- 

- 

BRANTHAM 

43 

43 

14 

27 

27 

- 

16 

= 

BURSTALL 

6 

6 

3 

3 

2 

- 

- 

cn 

cs 

CAPEL  STo  MARY 

IT, 

17 

7 

9 

3 

1 

5 

«=> 

c=» 

CHATTISHAM 

4 

4 

4 

4 

3 

=. 

CHELMONDISTON 

9 

9 

8 

ea 

- 

- 

= 

CMO 

COPDOCK 

7 

7 

7 

- 

- 

- 

en 

C3» 

EAST  BERGHOLT 

24 

24 

20 

4 

4 

- 

1 

aa 

- 

PRESTON 

=. 

cs> 

- 

- 

- 

- 

- 

- 

CM 

HARKSTEAD 

6 

6 

3 

2 

2 

- 

- 

HIGHAM 

= 

.= 

=■ 

<■» 

ca 

oo 

- 

- 

- 

HINTLESHAM 

22 

22 

12 

10 

7 

CB 

8 

- 

- 

HOLBROOK 

27 

27 

17 

8 

3 

7 

1 

Totals  carried  to 
following  page 

193 

193 

105 

67 

52 

10 

40 

0 

3 

(a)  Substandard  Properties 

1b)  Properties  inspected 
C)  Raised  in  Category 
D)  Demolition  Orders  made 
e)  Demolition  Orders  acted  upon 


CP)  Voluntary  Demolition 
(G)  Families  rehoused 
(h)  Substandard  properties  to 
be  inspected. 

(j)  Closing  Orders  made 
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6,  HOUSING  SLUM  CLEARANCE  (Continued) 


(A) 

(B) 

(c) 

(D) 

(E) 

(F) 

(G) 

(H) 

(J) 

Totals  brought  forward 
from  previous  page 

193 

193 

105 

67 

52 

10 

40 

0 

3 

HOLTON  STo  MARY 

3 

3 

3 

- 

- 

5 

- 

- 

RAYDON 

15 

15 

7 

8 

5 

5 

- 

- 

SHELLEY 

1 

1 

1 

«D 

- 

- 

- 

- 

- 

SHOTLEY 

15 

15 

12 

2 

2 

- 

2 

- 

1 

SPROUGHTON 

12 

12 

11 

- 

- 

1 

6 

- 

- 

STRATFORD  ST.  MARY 

8 

8 

3 

5 

5 

- 

1 

- 

- 

STUTTON 

7 

7 

4 

3 

3 

- 

1 

- 

- 

TATTING3T0NE 

8 

8 

8 

- 

- 

- 

- 

- 

- 

WASHBROOK 

20 

20 

12 

7 

7 

- 

5 

- 

1 

WENHAM  MGNA 

9 

9 

5 

2 

2 

2 

2 

- 

- 

WENHAM  PARVA 

2 

2 

- 

2 

2 

- 

1 

- 

- 

WHERSTEAD 

2 

2 

- 

- 

- 

2 

- 

- 

- 

WOOLVERSTONE 

- 

- 

- 

- 

- 

- 

- 

- 

295 

295 

171 

96 

76 

15 

68 

0 

5 

(A) 

Substandard  Properties 

(F) 

Voluntary  Demolition 

(B) 

Properties  inspected 

Families  rehoused 

(c) 

Raised  in  Category- 

(H) 

Substandard  properties  to 

D) 

Demolition  Orders  made 

(J) 

be  inspected 

(E) 

Demolition  Orders  acted  upon 

Closing  Orders  made 
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7o  FOOD  MD 


( i)  Meat 


(a)  There  are  no  licensed  slaughterhouses  in  the  District o 


(ii)  Food 


Circular  19/56) 


(a)  The  number  of  food  nremises,  by  type  of  business  in  the  District 


(b)  The  number  of  visits  made 


Noo  of 

Type 

No  c  of 

Defects 

Defects 

Premises 

Visits 

Found 

Removed 

4 

Bakehouses 

15 

1 

1 

16 

Butchers®  shops  &  mobile  shops 

35 

4 

4 

18 

Cafes,  canteens  etCo 

22 

5 

4 

5 

Fish  fryers  &  mobile  shops 

10 

3 

3 

51 

Grocers  shops  &  mobile  shops 

114 

29 

24 

60 

Ice-cream  premises 

59 

6 

6 

49 

Licensed  premises 

28 

4 

4 

11 

Milk  distributors,  etCo 

49 

2 

2 

1 

Knackers  yard 

6 

1 

1 

215 

338 

55 

49 

Preparation  and  making  of  sausages  and  ice*“cream  4 

Storage  and  sale  only  of  ice-cream  59 

Number  of  Dairies  registered  under  Milk  and 
Dairies  Regulations,  1949  3 

( )  Milk  Production  and  Distribution 


The  responsibility  of  the  Council  under  the  various  provisions  of 
the  Milk  and  Dairies  Regulations  has  been  carried  out  during  the  yearo 
Forty-nine  visits  in  connection  with  distribution  and  production  of  milk 
in  the  district  have  been  madeo 


Treatment ) 


There  is  one  manufacturer  of  ice-cream  in  the  districto  The 
bacteriological  and  other  reports  have  been  consistently  good  during 
the  yearo 
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(vi)  Food  Hygiene  Regulations,  1955-59 

198  visits  have  been  made  to  various  food  premises  under  the 
provisions  of  these  Regulations  during  the  year. 

The  deficiencies  found  and  remedied  are  annotated  in  the  table 
dealing  with  the  food  premises  in  the  district,  which  preceded  this 
comment . 

8.  REFUSE  AND  SALVAGE  COLLECTIONS 

(a)  Collection  of  Household  Refuse 


The  weekly  kerbside  collection  of  domestic  refuse  is  still 
in  force  throughout  the  District. 

Unfortunately,  the  decision  made  during  last  year  to  change 
over  to  a  back-door  collection  could  not  be  implemented  on  the  1st 
April  because  of  the  shortage  of  labour.  The  1st  October  was  then 
chosen  as  a  starting  date,  but  the  economic  freeze  was  then  in 
operation  and  the  new  scheme  had  to  be  postponed  again.  It  is 
hoped,  however,  to  put  the  back-door  collection  into  operation  during 
the  Spring  of  next  year. 

In  anticipation  of  starting  the  back-door  collection  a  second 
35  cu.yd  compression  type  refuse  collection  vehicle  was  ordered  and 
came  into  service  on  the  1st  April. 

During  the  year  a  small  build-up  of  labour  for  the  new  collection 
has  been  made,  so  by  the  end  of  the  year  the  labour  force  I4  men 
were  employed,  an  increase  of  one  man  over  1965o 

Intensive  efforts  are  still  being  made  to  recruit  the  additional 
three  men  required  for  the  new  collection. 

Three  hundred  and  sixty  one  visits  and  inspections  have  been  made  by 
the  Public  Health  Inspectors  during  the  year  in  connection  with  the 
collecting  side  of  the  service. 


”  9  " 
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REFUSE  AND  SALVAGE  COLLECTIONS  (Continued) 

(b)  Disposal  of  Household  Refuse 

The  disposal  of  refuse  is  by  controlled  tipping,  with  the  help  of  a 
heavy  duty  wheeled  tractor  fitted  with  a  hydraulically  operated  shovel o 
The  tip  at  Chelmondiston  is  still  operating,  although  it  is  rapidly  being 
filledo  The  Bentley  tip  was  filled  by  the  end  of  March  and  it  was  necessary 
to  move  into  the  emergency  site  at  Stratford  Sto  Mary  for  a  while,  until  the 
legal  formalities  were  completed  for  a  small  site  at  Valley  Farm,  Sproughtoiio 
The  original  site  at  Valley  Farm  was  about  10  acres  in  extent,  but  the  owner! 
and  present  lessee  raised  objection  to  the  scheme  and  short  of  goi'^  7  to 
compulsory  purchase  which,  in  any  case,  would  have  taken  too  long,  io  was 
decided  to  accept  an  offer  to  rent  a  small  declivity  of  some  2  acres,  as 
a  matter  of  urgency.  The  larger  10  acres  will  be  kept  in  mind  for  future 
use  if  the  need  arises,  A  further  proposal  to  "back-fill"  a  sandpit 
adjoining  Valley  Farm  is  under  technical  consideration  and  is  to  be 
put  up  for  Planning  Consent  in  the  near  future. 

The  amount  of  refuse  disposed  of  during  the  year  was  approximately 
5580  tons,  not  including  39^  tons  of  salvaged  materials.  This  was  a 
slight  increase  of  some  53  tons  over  the  19^5  figure. 

One  hundred  and  thirty  seven  visits  have  been  made  to  tips  and 
tip=sites  during  the  year  by  the  Public  Health  Inspectors,  Nine 
accumulations  of  miscellaneous  rubbish  (including  three  car<-carcases) 
have  been  removed  from  various  parishes  during  the  year. 

Rodent  control  and  the  spraying  of  the  tips  to  keep  down  flies, 
wasps  and  other  pests  is  a.  regular  feature  carried  out  as  a  routine 
measure  by  the  Council Rodent  Officer,  Every  effort  is  made  to 
eradicate  these  pests  and  vermin  and  there  is  no  doubt  that  regular 
control  methods  have  kept  the  numbers  down  to  an  absolute  minimum, 

(c)  Statistics 


The  following  figures  of  work  done  during  the  year  by  the  vehicles 
might  be  of  interest.  The  figures  in  brackets  are  for  I965?- 


Total  number  of  miles  travelled  in  the  collection 


and  disposal  of  refuse  = 

43,248 

(48,769) 

Average  mileage  travelled  from  collecting 
grounds  to  disposal  point  per  load  = 

18,10 

(18. 50) 

Mileage  per  gallon  of  petrol  used  - 

9.20 

(  7.75) 

Mileage  per  gallon  of  Diesel  used  - 

10,10 

(11.75) 
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SALVAGE  COLLECTIONS 


The  following  table  shows  in  detail,  the  quantity  and  prices  of  the 
various  items  of  salvage  collected  and  sold  during  1966,,  The  I965  table 
is  shown  also  for  the  sake  of  comparisons- 


1966 

1965 

MATERIAL 

Tons 

Cwt 

£ 

s 

d 

Tons 

Cwt 

£ 

s 

d 

Mixed  Papers 

162 

14 

1,428 

13 

6 

150 

12 

1,297 

16 

2 

Newspapers 

121 

15 

1,095 

14 

3 

132 

7 

1,191 

10 

6 

Fibrehoard  Containers 

69 

16 

715 

9 

0 

65 

15 

673 

19 

2 

Scrap  Iron  -  Heavy 

4 

16 

26 

8 

0 

13 

17 

76 

2 

9 

Scrap  Iron  -  Light 

11 

10 

11 

10 

0 

14 

16 

14 

16 

9 

Brass 

2 

2 

17 

4 

3 

4 

0 

6 

Aluminium 

4 

3 

0 

3 

4 

2 

13 

9 

Rags 

8 

5 

82 

9 

11 

8 

4 

81 

17 

6 

Sacking 

1 

19 

11 

15 

1 

3 

2 

13 

15 

1 

Rope  and  String 

10 

2 

1 

0 

10 

2 

0 

0 

381 

11 

3,379 

18 

4 

389 

10 

3,358 

12 

2 

Stock  in  hand 

15 

3 

129 

15 

8 

14 

16 

131 

17 

10 

TOTAL 

396 

14 

3,500 

14 

0 

404 

6 

3,480 

10 

0 

The  actual  tonnages  collected,  as  can  be  seen,  are  slightly  down  on 
last  year's  figures,  but  the  prices  realised  have  risen  slightly* 
Considering  the  competition  the  campaign  receives  from  itinerant  dealers, 
commercial  waste  paper  merchants  and  the  like,  I  think  that  the  men  and  the 
householders  in  the  District  have  done  a  very  good  job  again  this  year,  and 
are  to  be  congratulated  on  such  a  fine  effort* 


11  - 
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RODENT  CQNTROLo 


Prevention  of  Damage  by  Pests  Act,  1949 

The  Council's  full  time  Rodent  Officer  has  carried  out,  very 
satisfactorily j  the  Local  Authorities  Statutory  obligations  as  laid 
down  in  this  Act,  during  the  year  I9660 

The  following  table  shows,  in  detail,  the  amount  of  work  done  by 
Mto  a, Ho  Cresswello  I  would  like  to  place  on  record  ray  appreciation 
of  the  efficient  and  workmanlike  manner  in  which  he  has  carried  oui. 
these  duties  during  the  yearo 


Private 

Xj  e  A.  0 

Business 

TOTAL 

Premises 

Premises 

Premises 

Premis_es 

1. 

Infestations 

Notified 

(a) 

Owner  or  occupier 

121 

c=» 

34 

35 

190 

W) 

Otherwise 

« 

- 

(0) 

Survey 

447 

239 

133 

138 

957 

2. 

No.  of  visits  to 

11745 

762 

504 

528 

3536 

3o 

Degree  of  Infestation 

(a) 

Major 

32 

21 

3 

20 

76 

(L) 

Minor 

477 

185 

125 

114 

901 

(0) 

Mice 

75 

es 

78 

99 

252 

4. 

No,  of  -Dremises 
treated  and  cleared 

420 

125 

108 

93 

746 

APPENDIX  I 


The  following  are  copies  of  analyses,  one  for  each  of  the  public  water  supplies 

WATER 

BACTERIOLOGICAL  EXAMINATION  REPORT 

Authority  or  Sender?  The  Public  Health  Inspector,  Lab.  Ref.  No.  7384B. 

Saniford  Rural  District  Council.  Sender's  Ref.  No.  1155 • 

Nature  of  Samples 


Samford  Regional  Supply 

Bore  water  taken  from  tap.  Waterworks  Cottage,  Raydon. 

Date  and  hour  of  collection?  14o4®66o  10«45  a.m. 

Date  and  hour  of  arrivals  14<.4®66o 


REPORT 

Date  of  Report?  16.4.66. 

Plate  Count o  Yeastrel  agar  24  hours  aerobically  -  per  ml. 

Probable  number  of  coliform  bacilli.  MacConkey  2  days,  37°C,  0  per  100  ml. 

"  "  "  Bacto  coli  (type  l)  -  per  100  ml. 

This  water  is  of  excellent  bacteriological  quality 


Signed:  R.  Norton,  M.B. ,D.P.H. 

M.O.  i/c  P.H.  Laboratory. 
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WATER 


BACTERIOLOGICAL  EXAMINATION  REPORT 

Authority  or  Sender:  The  Public  Health  Inspector,  Lab,  Ref.  No.  17781  B 

Samford  Rural  District  Council.  Sender's  Ref.  No. 1171 

Nature  of  Sample:  Samford  Regional  Supply 

Bore  water  taken  from  tap  at  H.M.S.  Ganges,  Shotley. 

Date  and  hour  of  collection  18.8.66.  15*15  hrs. 

Date  and  hour  of  arrival  18.8.66, 


REPORT 


Date  of  Report  20.8.66. 

Plate  Count  Yeastrel  agar  24  hours  37^8  aerobically  ■=  per  ml. 

Probable  number  of  coliform  bacilli,  MacConkey  2  days  37^8  0  per  100  ml. 

"  Bact.  coli  (type  l)  -  per  100  ml. 

This  water  is  of  excellent  bacteriological  quality. 


Signed:  P.K,  Fraser,  M.D. , 
M.O.  i/c.  P.B.  Laboratory. 


’’’  '  *  i^*  *  ■  *  *  ' '  ■«>  -  >'  ■  ^  ■•  i  ^f?  *  ijir  '  ■  '  '^  * '‘  '  ''  (i  "  '’  3i  i  '■'/•  7^  ■fl'' ^ii'iiiv’  '"'^ 

'/,  '«•.■  ..  •,  Vh:^v£'''ry‘:>yi ;  ,"  ir  s  '^1  ^  j  ■  .* 

-  4  ,.  Y-\  ,  -  ■  «'V  ^'■■‘  V.-  -,  •■  SiSI 

^  5  j  .■vi-«,  <.^r  ,  ,Yk  «  .,.  A.-  ,-«..  '  WR  - '  C'Im‘ ,  .i'l  ^I'l  ■ 


■I'. 


.  ;--w: 'Wy 


1 


[P-  '■' 


«L: 


IM 


®  I'e'TTX'  .iS{  .1*^  .ris3'''i/Jtf,&^i»i,iWU:”{t,*/ii*i8  ^j..nfW  vlW*-'  fJi»l>a*8  Ti‘--<JJt;*«yijA 
ijlf  .ot!  ’;'t-#5S  «!;i*£.i^^  _'  „„„  '  .^l 


■•  .'r'j 


^/tl'  *  ^  ti 


'^X' 


,  ..  :,.y  '  .'  .  \V/^l^.!ir7fP!  ■  V, 

►tt  lrtrcai}/«E  .  aflCasww  TO 

-1  -'  *^;.  itji  '  '*  .  . .  _'  k. 


«  '  ..V  'M 


V  ,'.t 


^^^.y'' -r  ■  4'tS§  " 

■■  '.^h^r  ■■  '  '  '  ■  •- 


" 


r^riiij, 


.y?i- 


— -^'^i^i. ■  '■■!,  “  yys»'''' 

•  »  »  «^^’'•*i<  »•  ^  i‘  t^hri 

V.  •  A.*  ■  v:  / 


I.  jj:j  v’ 


i#oy 


^)’»i;  ''Xi  g 


’  -  *  •• 


^  H'/iV 

.  ■  \  1 

:| 


i^.v 


\.,  iv  I  y 

,  -mw^ 

■  ’  /•  ;  ■  •’  .  :< 


V.  ' ,  M  •  '■ 


m 


r,  /T\ 

^*''\y.:;s‘-^ 


'iff^  Ti 


TfT.'U 


S'iM 


tt- 


'jf 


i>-.. 


’■^  X-, 


■<*).’>.  '/ 


‘-.:‘77y 


m: 


■-.■''■'''Xfi^'L  ' ‘^:‘  ;v  ''^_  ’ii  y  '  •  '  ►  y^y  ■  •  j.  B.yyA^ 

-^ir  007  0  '0^''tv  yHlioo^i  icno’^^foo  to  tncTiR^ff 

■^‘  ’"  ’■  ,,7'^  it  '  ■ 


*.■. 


I  Aii 


.  i; 


n  •  rSl 


‘  * 

i '  * 


m  A 


;.« oui-fs^ti  -,,  .  ,  :'vy '■’^f  yyy  ’'*®'^'"4' ' " 

•  '  ->J  V3<''  A  '  '  '  '‘ .  -  '’f  .,  ,  ■'.  ,'  ."  k  ' '7  •'■■’' 

i  /jPOXsaic  t 

yy  .■  ■.  y.-^vr.  .v:yA^#:'4,s5:*iuy^ 


\ 


.,.!:>a 

’1.  'v-^ 


"■■  .'  ■  -■  .‘'y-vy  "  ii 

,.<!>«  ,'39i:^r4'  '■'''  ^ 


.<?.-)!(> 


,r 


....  W" 


’  ':f 


■  *  '  .^'4. 
■  ••« 


.  •  f 


'  .  ,'  ■  •«  1 

y  '-  ■'*■  ,jTri' 

-  y  '  y  ■•  yy/  M 

■r  .X.r-^, ''‘•" 

A  .  JfiS:.  '•.  -■  -is.- 


;M:i.:  .r&tf  v'..:^S 


.  smr."w-::yy'‘:,,''“^'“ 

-"yc^y^y '■-.. . 

•■:  '.X'- "  'X'X'yJXS^^  h  'K^  ;  ^  '1^ 

y  <4W^  '■’■  V'v'V'42i^  ^ 


ryJ^fl 


7  y'  . 'iiir 


■  ..'  ji*  t.  .’if^s'lK'f 


